GPL BIVISION OF GENERAL PRECISION INC. 


” 1 8 & prdve 


7 PLEASANTVILLE, NEW YORK 


SOLD TO: Weatinghouse Electric Corp. 
air Arm Division 
P,o, Bax 7hé 
Baltimore 3, Maryland 


SHIP TO: Receiving Officer 
Naval AirDevelopment Center, 
ASW Laboratory 
Johnsville, Penna 


FOIAB3A 


El€ase 2001/11/08 : CIA-RDP81B00QZ9R000100010007-7 


SHIPPING ORDER 


24877 


_ INVOICE NUMBER 


i DATE 9 Mareh 1960. 
SALES ORDER NO. Bul@k78u0 
CUSTOMER'S ORDER NO. re 
OTHER 229208 
CONTRACT NO. WY 3958 
PRIORITY - 
0.8 Plegsantville, NT. 
TERMS-NET 30 DAYS 


ATTENTION: 
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UNIT PRICE 
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VALUE SHIPPED: BATE oy Invoice Amounts 
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FORM 71 S800 SETS BER 


